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, 44. 7T. Tn*T. 20-7/2007-m I.—Slf&H TOfa 
37Tgf%PT TOfTO, 1956 (1956 44 25) 4ft 4HT 29 
4ft 7TT-4H7 ( 1) §RT ;?lPw4l 44 y^fVl Itt*. STftsHT 

TOfa ani^wH ^ wm ^ 3 

(^Wf^Tfg718-11 -2009 44 44 TT. V-16020/10/2007-TR 
% 1 ^f), 3T%el TOfrl TOlH p4p44H I 4cl) , 1999, 


3 7T7TPB TO TOgK'l, 1TO%1 w MTO Wl t :— 

(1) b Mrof 4ft 3TfTO TOfa srpjf^TH mw\ 
(TmPH) pcjPd 44!4<Hf 2009 TO TO7TT I 

(2) i\ frlPffl frHT4T 22-7-2008 3 44T4t4lft I 

2. 3tfecT TOfa TOlR TfrTOfTO, 1999 

i, fa Pi 40 30,^Up4Pd4M (2),, TO37 7#cT, ftHl^K 

M<ol ^IllVIl :— 


(2) TFRTR 4ft 1W"T 7T444 ^ 7TT74 4ft 'ft'cHP^Pfr 
4ft TO 65 ^ FPft : 

47fft fftt 411 4T44R TTf 7T444 TT4TM ^ HTR^ if HP] 
TO R| 344T fTO7 47 t | 


TOth ^ mPTO7 set, 
» ^ST. 37R. Tit. £44, Pl^l4> 
[fTOHIU/4/TO./15l/09] 


ALL INDIA INSTITUTE OF MEDICAL SCIENCES 
NOTIFICATION 

New Delhi, the 25th November, 2009 

F. No. F-20-7/2007-Estt I. —In exercise of the powers 
conferred by sub-section (1) of Section 29 of the All India 
Institute of Medical Sciences Act, 1956 (25 of 1956), the All 
India Institute of Medical Sciences, with the previous 
approval of the Central Government (vide letter No. V- 
16020/10/2007-ME-I dated 18-11 -2009), hereby makes the 
following regulations further to amend the All India 
Institute of Medical Sciences, Regulations, 1999, 
namely:— 

(1) These Regulations may be called the All India 
Institute of Medical Sciences (Amendment) Regulations, 
2009. 

(2) They shall be deemed to have come into force 
with effect from 22-7-2008. 

2. In the All India Institute of Medical Sciences, 
Regulations, 1999, in Regulation 3 0 for sub-regulation (2) 
along with its proviso, shall be read as under :— 

(2) The age of superannuation of a member of the 
teaching faculty of the Institute shall be 65 years : 

Provided that this provision shall not apply in the 
case of a person who is on extension in service. 

By the Authority of the Institute, 
Dr. R.C. DEKA, Director 


fTOfr; srfTO wfrr TOir 

4ft 1999 4ft Rf 8ft I fTO 25-2-1999 

4ft TOTJ44T44. "*■ 14-3/69/99~B*T. 1 ^§f I 


[ADVT ITI/4/Exty./l 51/09] 
Note:—The Principal Regulations of All India Institute of 
Medical Sciences was issued in 1999 vide 
notification F. No. 14-3/69/99-Estt. I dated 
25-2-1999. 
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